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(I) 




(3) 


a Kerosene Superior , 

3 Kerosene Inferior , .. ,. 

4 REFINED.DIESEL OILS- 

(a) Jute Batching Oil, BOC Lub. 40, 
BOG Lub. 50, Flushing Oil, House¬ 
hold Oil and Bauxite Solvent OIL 
C b) Other than Jute Batching Oil, BOC 
Lub. 40, BOC Lub. 50, Flushing 
Oil, Household Oil and Bauxite Sol¬ 
vent Oil.;) 

5 Vaporising Oil . . , 

6 iDiesel Oil, not otherwise Specified 

7 Furnace Oil , . . . 

8 Bitumen Straight Grade . . . , 

9 Bitumen Cut-back . . , . ‘ . 

to All products as described in Item No. 11A 
of the First Schedule to the Central Ex¬ 
cises & Salt Act, 1944 (t of 1944), except 
refinery gases, coke and, 'mineral colza 
oil. 


. Rs, 16- 80 per kilolitre at fifteen degrees ofr 
Centigrade thermometer, 

. Rs. 40-70 pstr ldlolltre at fifteen degrees of 
Centigrade thermometer. 

Rs. 85-10 per kilolitre at fifteen degrees of 
Centigrade thermometer. 

Rs. 8-to per kilolitre at fifteen degrees of 
Centigrade thermometer. 


Rg. 15-10 per kilolitre at fifteen degrees of 
Centigrade thermometer. 

Rs. 49- 90 per metric tonne. 

Rs. 16- 80 per metric tonne. 

Rs. 38-60 per metric tonne. 

Rj.' 30- 90 per metric tonne. 

Rs. too* 00 per metric tonne. 


2. Pdf the put-pd8es of this notification— 

(1) "Kerosene Superior” means the Kerosene referred to In Item No. 7 of 
the First Schedule to the Central Excises & Salt Act, 1944 (I of 1944). 


(3) "Kerosene Inferior” means— 

(a) the kerosene referred to In the said Item No. 7 and having all the 

following characteristics also— 

(I) It is not lighter in colour than a solution with the following 

composition:— 

Quarter normal aqueous solution of— 

(a) Ferric Chloride (Fe Cl, 6H, O). 

(b) Cobaltous Chloride. (Co, Cl, 6H, O). 

(c) Copper Sulphate (Cu So 4 5 H, O). 
mixed in the ratio of 6:3:1; ana 

(II) It has a flashing point below one hundred and fifty degrees of 

Fahrenheit’s thermometer; or 

(b) any mineral oil produced in the States of Assam and Bihar conforming 

to the following characteristics— 

II) it is not lighter in colour than a solution with the following 
composition:— 

Quarter normal aqueous solution of— 

(a) Ferric Chloride (Fe Cl, 6H, O). 

(b) Cobaltous Chloride (Co Cl». 6H, O). 

(c) Copper Sulphate (Cu So 4 5 H, O). 
mixed in the ratio of 6:3:1; 


(il) it is ordinarily used as an illuminant in oil burning lamps; 

1(111) it has a flashing point below one hundred and fifty degrees of 
Fahrenheit’s thermometer; 

(iv) it has a flame height of not less than thirteen millimeters by the 

prescribed test; and 

(v) it has a pour point of fifty-five degrees of Fahrenheit’s thermo¬ 

meter or above when tested by the method I.P./1S/G5 prescribed 
by the Institute of Petroleum Technologists, London, for the 
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determination of four point of mineral oils: or possesses a 
viscosity of less than 27 seconds by Bedwood I Viscometer at 100 
degrees of Fahrenheit's thermometer and has Diesel Index of 
less than 40 as determined by the method prescribed in the 
Indian Standard. 


[No. 0/66—-F. No. 3/01/65-0X111.] 

G.S.E .208.—In exercise of the powers conferred by sub-rule (1) of rule 8 
of the Central Excise Rules, 1944, read with sub-section (35 of section 3 of the 
Mineral Products (Additional Duties of Excise and Customs) Act, 1958 (27 of 
1958), the Central Government hereby rescinds the notifications of the Govern¬ 
ment of India in the Ministry of Finance (Department of Revenue) No. 72/63- 
Central Excises, dated the 18th May, 1963, and No. 15/04-Central Excises, dated 
the 15th February, 1984. 


[No. 10/68-CE/F. No. 8/9l/65-CX13I.] 
L- S. MARTHANDAM, Dy. Secy. 
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